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Message Text 



UNCLASSIFIED 

PAGE 01 MEXICO 09364 052048Z 
67 

ACTION COA-01 

INFO OCT-01 ARA-10 ISO-OO 10-10 COME-OO OES-04 DLOS-05 

INT-05 ACDA-10 SWF-01 CG-00 DOTE-OO CIAE-00 DODE-OO 

PM-03 H-02 INR-07 L-02 NSAE-00 NSC-05 PA-02 RSC-01 

PRS-01 SP-02 SS-15 USIA-15 EPA-04 CEQ-01 /107W 

124331 

R 051753Z NOV 74 
FM AMEMBASSY MEXICO 
TO SECSTATE WASHDC 4663 

UNCLAS MEXICO 9364 

E.O. 11652: N/A 
TAGS: SGEN, MX 

SUBJECT: WORLDWIDE STUDY OF MARINE AND SHORELINE RECREATION 
REF: STATE 225650 

THE EMBASSY HAS CONTACTED THE TWO MEXICAN GOVERNMENT AGENCIES 
RESPONSIBLE FOR PUBLIC RECREATION; NAMELY, THE DIRECTOR OF 
NATIONAL PARKS, WHICH IS IN THE SECRETARIAT OF AGRICULTURE, 

AND THE DIRECTOR OF PUBLIC WORKS IN THE NATIONAL PARKS, WHICH 
IS IN THE SECRETARIAT OF PUBLIC WORKS. BOTH HAVE RESPONDED THAT 
THE TYPE OF INFORMATION REQUESTED DOES NOT EXIST IN MEXICO. 

THEY BOTH EXPRESSED SURPRISE THAT THE U.S. GOVERNMENT WOULD 
REQUEST SUCH INFORMATION FROM A DEVELOPING COUNTRY. 

BRANDIN 



UNCLASSIFIED 
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Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: RECREATION, NATURAL RESOURCES, DATA, COASTAL WATERWAYS, STUDIES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 05 NOV 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974MEXICO09364 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D74031 8-0084 
From: MEXICO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19741170/aaaachuc.tel 

Line Count: 45 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: STATE 225650 
Review Action: RELEASED, APPROVED 
Review Authority: golinofr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 30 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 OCT 2002 by maustmo; APPROVED <04-Nov-2002 by golinofr> 

Review Markings: 
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US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: WORLDWIDE STUDY OF MARINE AND SHORELINE RECREATION 
TAGS: SGEN, MX, US, NATIONAL PARKS, PUBLIC WORKS 
To: STATE 
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